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through to Spa owing to the fact that bridges had been
destroyed within the German lines on two of the roads
which were attempted. The instructions, however, were
brought safely back and the armistice duly signed in Foch's
train near Compiegne at five o'clock in the morning*
Hostilities were to cease on the nth of November at n A.M*
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